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Message Text 


UNCLASSIFIED 

PAGE 01 DAMASC 05216 310910Z 

20 

ACTION NEA- 10 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 /030W 

071010 

R 310841Z DEC 75 
FM AMEMBASSY DAMASCUS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5699 
AMEMBASSY ATHENS 

UNCLAS DAMASCUS 5216 

ATHENS FOR RTDO 

E.O. 11652: N/A 
TAGS: BTIO, SY 

SUBJECT: FOREIGN GOVERNMENT TENDER: HYDRAULIC TRUCK CRANE 

1. 476 /DAMASCUS/ T-105 

2. DECEMBER 19, 1975 

3. MICHAEL DAVIS 

4. 476 SYRIA 

5. N 

6. ALEPPO WATER ESTABLISHMENT, ALEPPO 
7. 10519 

8. JANUARY 12, 1976 

9. FOREIGN GOVERNMENT TENDER 

10. ONE HYDRAULIC TRUCK CRANE, CAPACITY 12 TO 14 TONS ON 
THREE METERS FROM FULCRUM; ONE TO TWO TONS ON 12 
METERS FROM FULCRUM; EFFECTIVE LIFT 12 TO 14 METERS 

BY CABLES; TELESCOPIC ARM, HYDRAULIC OPERATION WITH 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 DAMASC 05216 310910Z 

MAXIMUM LENGTH OF 12 METERS; ROTATING ANGLE 360 
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DEG RE ES. CRANE MUST BE SUPPLIED WITH MAINTENANCE 
EQUIPMENT. SPECIFICATIONS OF TRUCK A) EQUIPPED 
WITH CABIN FOR TWO PERSONS; B) CARRIED ON THREE AXLES; 

C) DRIVE SYSTEM; D) AIR AND PRESSURE BRAKES; 

E) EQUIPPED WITH WATER COOLED DIESEL ENGINE; 

F) GEAR BOX SYNCHRONIZED WITH 6 GEARS AND REDUCED 
SPEED; G) MAX. SPEED 70-80 KM PER HOUR; H) HYDRAULIC 
SIDE SUPPORTS DRIVEN FROM CABIN; I) WHEELS AND 
TYRES FOR USE ON ROUGH ROADS 

11. NOT DEFINED 
MURPHY 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 31 DEC 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975DAMASC05216 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750451-0138 
From: DAMASCUS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9751 22/aaaaabdx. tel 

Line Count: 73 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 JUN 2003 by ReddocGW>; APPROVED <04 FEB 2004 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER: HYDRAULIC TRUCK CRANE 
TAGS: BTIO, SY 
To: COM 
Type: TE 
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